From: Pribeck, Kristen (DPH) 

Sent: Thursday, June 29, 2006 2:54 PM 

To: Borne, Alan (DPH); Sloutsky, Alex (DPH); Aquilino, James; Gauthier, Cheryl (DPH); 

Caloggero, Dina (DPH); Eaton, Roger; DPH-SLI-LGetubig; Hernandez, Rosa (DPH); 
Fontana, John (DPH); Peppe, Joseph (DPH); Chen, Karen (DPH); Nawn, Kathleen (DPH); 
Pribeck, Kristen (DPH); 'Lefkin, Howard'; Han, Linda (DPH); Izzi, Marcia (DPH); DiNatale, 
Margaret (DPH); Grazioplene, Mariah (DPH); 'McGuire, Thomas'; Lawler, Michael 
(DPH); Calvagna, Patricia (DPH); Elvin, Paul (DPH); 'Paul Jankauskas'; Hennigan, Scott 
(DPH); Rivera, Tanya (DPH); 'Lautner, Patricia' 

Subject: Facilities Meeting Canceled 


Hello All, 

The Facilities meeting scheduled on Wednesday, July 5 is cancelled. The next Facilities meeting is scheduled on 
Wednesday, August 2 at 10:00 am in Room 202. 

Thanks, 


Kristen 


Kristen Pribeck 

State Laboratory Institute 

Massachusetts Department of Public Health 

305 South Street 

Jamaica Plain, MA 02130 


T 617-983-6212 
F 617-983-6210 
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